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TABLE All U.S. Hog Facilities, by Type, 1980a


	Share of in Type
	Hogs (%), by of Facility
	Region,
	

Farrow- to-Finish
			Feeder- to-Finish
	

	North
	South-
	North
	South-

Types of Housing
	Central
	east
	Central
	east

	
	
	
	

None
	14
	35
	5
	20

Open front building
	24
	41
	31
	42

Fully enclosed
	
	
	
	

no outside access
	21
	18
	10
	19

outside access
	23
	2
	22
	8

Mixed
	18
	4
	32
	11

Types of Floors
	56
	46
	51
	48

Paved
				
Slotted
	26
	32
	15
	18

Flush system
	2
	12
	_b
	10

Scrape system
	1
	1
	0
	0

Mixed0
	10
	2
	21
	7

Dirt
	4
	6
	8
	7

Other
	1
	1
	5
	10

a From Van Arsdall and Nelson, 1984.

b Less than 0.5%.

c Mixed paved and self-cleaning floors,